Accepted:  Vermont  Ave.  Median  Project  -  Final  L... 


Subject:  Accepted:  Vermont  Ave.  Median  Project  -  Final  Landscape  Maintenance 
Field  Inspection 

From:  Jeff  Zarrinnam  <Jeff@Hollywoodhotel.net> 

Date:  09/27/2017  04:24  PM 

To:  "Nicole  Shahenian,  EHBID"  <nicole@ehbid.org> 
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02/24/2018  05:31  PM 


